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NOMENCLATURE 
Relay, POTTER-BRUMFIELD 
No. KLL4A 


Relay, SIGMA, 22RJCC1OO0G- 
sIL 


Relay, Thermal, G. V. CONTROLS 
No. RO-60 


Relay, Thermal, G. V. CONTROLS 
No. RO-20 


Diode, Crystal, 1N93 


Diode, Crystal, INTERNATIONAL 
RECTIFIER CORP. No. 5Ul 


Diode, Crystal, INTERNATIONAL 
RECTIFIER CORP. No. 8U1 


Light, Pilot, MARCO No. 
5NE2 


Light, Pilot, G. E. No. 328 


Fuse, 4 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312004 


Fuse, 1/16 Amp., 250 V., 3AG, 
LITTLEFUSE No. 312.062 


Tube, 5SRUWGY 
Tube, 6AR6/6098 


Tube, 5751 
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DATA REDUCTION EQUIPMENT 
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MP ESTIMATED NO. OF ESTIMATED 
NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
45080 Tube, 063/85A2 $ 2.50 3 $ 7.50 
45028 Tube, 5814/12AU7 8.25 3 6.75 
45030 Tube, 6136/6AU6 2.00 3 6.00 
45071 Tube, 12BH7 .72 3 2.16 
45065 Tube, 6BK7A .82 3 2.46 
10897 Light, Pilot, MARCO 

No. 30080M 85 2 1570 
30451 Capacitor, Electrolytic, 

1OMFD, 50 V., CORNELL- 

DUBILIER No. BBR-10-50 -4e 2 84 
30397 Capacitor, Electrolytic, 

25MFD, 25 V., CORNELL- 

DUBILIER No. BBR25-25 .60 2 1.20 
30486 Capacitor, Electrolytic, 

200MFD, 125 V., MALLORY 

No. NP1225 3.00 i, 3.00 
30342 Capacitor, Electrolytic, 

LOMFD, 450 V., CORNELL- 

DUBILIER No. BRLO4S ~50 2 1.00 
30360 Capacitor, Electrolytic, 

25MFD, 50 V., CORNELL- 

DUBILIER No. BBR25-50 -70 2 1.40 
30496 Capacitor, Electrolytic, 

16MFD, 150 V., CORNELL- 

DUBILIER No. BR1615 255 2 1.10 
60022 Relay, Thermal, CURTIS-WRIGHT 

No. 117-20-A 12.00 2 2.00 
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MP ESTIMATED NO. OF 
NUMBER NOMENCLATURE UNIT COST UNITS 
10882 Motor, TECHNICAL DEVELOPMENT 

CORP. No. D641-2 $ 125.00 1 
20591 Resistor, Fixed Wirewound, 


150K, 2 watt, + 1%, HYCOR 
No. 628A150K or CINEMA No. 
CEL81EL50K or DALE PRODUCTS 


INC. No. RS2 150K 4.08 1 
30366 Capacitor, Electrolytic, 

8-8 MFD, 450 V., MALLORY 

No. SR 638 1.86 1 


Approved For Release 1999/09/08 : CIA-RDP81B00878R000200040015-8 


ESTIMATED 
AMOUNT 


$ 125.00 


1.80 


